T STILL CAN'T 
BELIEVE T'VE GOT A BABY 
GOD-BROTHER! 


"WHO THOUGHT AN 
INDOOR CACTUS GARDEN 
S WAS A GOOD IDEA? 
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HH! Poor's 


DIGITAL NAP METER SAYS 
HE'LL WAKE UP IN T MINUS 
TEN SECONDS! 


WE'D BETTER 
SPLIT UP TO COVER 
MORE GROUND! 


BABY GATE 


FR EXTENSION! 
MS CHECK 
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THAT'S NOT 
ENOUGH TIME TO 
BABY-PROOF THIS 

ROOM! 


Story: Chris Prouty. Art and coloring: Frank Rocco. Lettering: Comicraft. The Fairly OddParents created by Butch Hartman. 


SHARP-NEEDLE-POINT-LAWN DART 
BEDCOVER! CHECK!! 
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PILLOWS DISARMED! 
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